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^0/VF/Of/v 


Attn 


Chief y Procuye geat DiTisloSy Qt 
WGB 


tiau 


Chief y Bnglaeerlx^ Staff, OC 


EBG-MfiO 






8 




25X1 


i 

I 

i 

I 



- {^Bitract 146-19^5-9 

L -il J 

r -3 c n n 

Spore Farts 




1. 


Und er the teras of SSC contract 1U6»192515*9, 

]l« fabrica ting one (l) geryloc teat model apeed 


Electroatatlc Printer, 


In accordance vlth the retjuire* 


nente of the contract the contractor la also to fttraiah spore parts 


2* has aubtaitted the attached 

Sl»re Barta Mat and Cost and Price Ansl^ls. Ihese are cooaldered 
acceptable by Englneerlns Steff . 


25X1 


25X1 

25X1 

25X1 


25X1 


3* It ie reqaested that iteffliisltion Ho. 59-518, Voucher 
Ho. 59 - 19255 » AHotnent Qaarge 9/79C^50-095, be laaendcd to Include 
the spare pasta aa dellveimblo Iteas under ESC contract 146-19255-9. 
There Is im> increase In the obllgattoa of fonto aa a result of this 
ssietidsient. 


I CS5S i'.va 

I 0Li!2 oc:;.;’ ^3.jL t/t tTZ^ 1 ^<2- 

i CBis S-utS 3 _2L_ •I'l'j ^ 

I ^ST ^-*2^ CSKT Gi-V liG 1G.2 


Attacho^nt: 

Contractor’s letter dated I 6 I3ay i 960 


Distribution; 

Orig. + 1 - Addressee w/attach. 

^ - B+D Subject File w/o attach. 
1 - OC-E Chrono w/o attach. 

1 -..EP Chrono w/o attach. 


OC-E/j 




;eam 3 June i 960 


25X1 


I 

I 


I- 
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V 3E^£T“-' 



Stibjectt 


Contract Hb. 


Qentlement 


Ib accordance vith the requirements of the subject Contract, we are pleased 
to submit herewith our proposal in the amount of $3,639*71 for i^are parts 
recommended to support one (1) Electrostatic Printer for a period of one (1) 
year. We hare enclosed three ( 3 ) copies each of Spare Parts List, Enclosure ’’A" 
and Cost and Price Analysis, Enclosure "5". 


The enclosed parts exhibit sets forth the minimum spare parts required to 
suppoirb the unit for approximateXy one year, witli the exception of paper 
and ink, costs for which will be submitted at a later date* These supplies 
can be reordered separately when needed. 


Our proposal is submitted on a fixed-price basis and will remain firm for a 
period of thirty (30) days. Delivery can be accoti$»lished within three (3) 
iaoiiths after receipt of award. 


We trust that the proposed list of recommended parts meets with your approval 
and will enable you to issue the necessary contract modif ication shortly, 
Siould you require additional information, please contact^ 

Contract Mwiager, at the above address. 


25X1 


Very truly yours. 


25X1 






L 
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iDocIosure "A** 25X1 

25X1 

^eotx^static IWiSter 
EtecHmsendledl Sparm List 


A. Hag in Oirooit Bo^s 


Part 

Baserlption 

Quantity 

Chit 

Price 

Total 

Price 

tm 1633 

Voltiga Sagolator VRI 

1 

li2.32 

12.32 

mo 163 s 

Voltaga Bi^ttlator B2 

1 

iv9.07 

15.07 

mo Kto- 

Pin Pulse Brivu* PSB 

1 

UO.65 

10.65 

MO X6!j3 

Ettnos Stige artlver iES 

1 

it8.35 

13.35 

M0 i627 

Minus Btige Reset ana Mvanoe 

1 

35 •li5 

35.15 

mo 1630 

Plus Scige Reset anS Aavenee PE 

1 

37.11 

37.11 

mo 

?$p9v Advance PA 

1 

60.99 

60.99 

mo I61t9 

Pin Pulse f^ansformers PPP 

1 

l56.t(6 

156.16 

mo 1655 

Column Geleet !Dransforaters CST 

1 

219.16 

Ili9.l6 

mo I62lt 

Pin Brivers ® 

2 

59.29 

118.58 

RAO 1652 

i^inter lopat PI 

1 

55.36 

55.36 

MO 1658 

^oder Oates and ^mcdex- line 
«>leetors lOO 

1 

75.06 

70.06 

MO 1661 

aBcodwc* Oates and ItPivers SC-B 

1 

81.55 

81.55 

BAG 1670 

liaater Bolloc Control SB 

1 

55.53 

55.53 

MG 1673 

Contool Cores 00 

1 

71.61 

71.61 

mo 1679 

^ Amplifier, ISnooder Set, Belay 
and Raeeive Indicator 

1 

ll.ol 

ll.ol 

MO 1662 

Read Out Sriver SSi 

1 

15.81 

15.81 

MO 1965 

Decoupler SO 

1 

22.66 

22.68 

MR 1013 

BoiE>le Paper Mvance BPA 

1 

35.15 

35.15 
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ELeotroatatlo Printer 
Iteeoiiaendedi %»are Parts tist 


Plug in Circuit Soarfls (aont»a) 


Part m>. 

. Peaoription 

Quantity 

Chit 

Ih?ice 

Total 

foies 

Wf 1007 

ColusKi Seleet Brivcr, Idne Peed 
inhibit. Auto Pi^Mur Advance OlAP 

1 

lf3.07 

I»3.07 

m 1012 

leader Aaaeatbi^ 

1 

h$k»23 

k%.23 

3* bleotronie Conawnrata 




Bm 1070-1 

Pulse frsmaSomwf 

2 

7.39 

lli.78 

BAD 1070-2 

Pulse l^ansfcmaer 

1 

7.39 

7.39 

mo 1089 

Thermo Sidtoh 

1 

7.70 

7.70 

mo JJIS9 

Bomop Trvmttftsmr 

1 

36.57 

36.57 

mo 12{)2 

Pover Transformer 

1 

13.09 

13.09 

Dm 1300-1 

Coll and Bobbin AssenibV 

1 

7.05 

7.05 

mo 1300-2 

Coll and Bobbin Asse^ly 

1 

7.C^ 

7.05 

mo 1301 

Coll and Bobbin Aassmbly 

1 

6.lt2 

6.1»2 

mo 1303-1 

Potentiomstar, Variable 

1 

7.80 

7.60 

mo 1303-2 

Potentiometer, Variable 

1 

7.05 

7.05 

mo 1303-3 

Potentifflieter, Variable 

1 

6.68 

6.68 

mo 1591 

Pulse l^rautafox^r 

h 

15.b0 

61.60 

mo 1592 

Pulse Transf orsKH? 

8 

12.33 

102.6b 

mo 1619-1 

Biaag Asseatbl^ 

s . 

3.a 

6.b2 

imo 170I1 

Poifer Transferor 

1 

13.61 

18.61 

mo 1771-1 

S«lay, 12 V. S.C. 

1 

U.U6 

b.U6 

mo 1771-2 

Bel^, 2ll V.D.o, 

1 

i».53 

b.53 

ma 1771-3 

Hela^, HO V. B.G, 

1 

7.27 

7.27 

mo 1179 

Bxsodw Core AssemtO^ 

1 

70.58 

70.58 
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Page 3 

HLaetrostotio Printar 
Heooimwiitlad Sipare Paapta Hat 


I3.actronie CoiaiJonantB (Oont'd) 

Part B«acrdi|)tlofi 

Q4iantity 

umt 

Prlee 

Total 

Pries 

BAG X783-1 Control Cor© 

1 

is.u6 

15.U0 

EftO 1783-2 Control Gore 

1 

15.U0 

15.U0 

Sj®[|t03-103a-2 C^aoitor megbjrolsrtic 

13D0 Iff-D, 50 V m 

1 

1.67 

1.87 

DMU03-1000-10 Capacitcar Clactrolytic 

3500 md, 50? EC 

2 

1.87 

3.7U 

0^63-1002-1 'TrasBiator, (2i:®27) 

5 

3.21 

16.05 

03X763-10011-1 fraaaiator, (2076 a) 

3 

8.3U 

25.02 

0n763-lOO5-i lifanalBtor, (211385) 

6 

3.21 

19.26 

mi76S-l002-l mod©. Crystal (10^) 

h 

9.62 

38.U8 

mS766-10O2-l mode, Xeaer (llt SO) 

1 

9.62 

9.62 

iiSK768-ilK)0-l mode. Voltage Eeforaaco (S7ii,013) 

2 

9.62 

19.21* 

C}Oi769-l002-2 Mode Begalators 

eSatched Pair of 50lfl|525 

1 

9.62 

9.62 

Diode, Cxyatal (111201) 

20 

.67 

I3.UO 

mode. Crystal (13253) 

1 

It.U 

U.U 

tm-E-l/XOShh 01ode, Crystal (1325U) 

1 

lt.62 

U.62 

jm.-B-aA026 Blode, Crystal (1007) 

1 

1*.60 

t}.60 

103^.1-3/ Diode, Ci^tal (llW) 

1 

36.0l^ 

16.0^ 

JiIL-E-lAlii9 Biode, Crystal (ia25CB) 

1 

il.03 

11.03 

ian.-T-19500/20 frmisiator (2?^0)b) 

5 

2.57 

12.85 

£00-7-19500/58 franalator (2065) 8sed as a spare 
for 2132971 

5 

12.03 

6U.15 

Q. As^migs AH) mmximsQ 

Description 

Quantity 

Ohlt 

Irice 

Total 

Prlca 

DAO 1011 Bntsh, risater Boll 

1 

21.03 

21.03 

MO 1035 vJajfeer, Tlirast 

1 

.31 

.31 
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u 

Slaotrostatic PieiMmf 

HocoMfflendod f«rts Idst ^ 


ASSEmiES hM rnsQuuMom rntpomma (contM) 



SesoidpMon 

Quaatitar 

if 

fotal 

Price 

loiio 

Bearing 

2 

2.53 

5.06 

106 U 

3eaL 

1 

.09 

.09 

pm 1081 


Jiu 

ML.27 

U1.27 

sao 1099 

(^U^iidar Boll 

1 

11.33 

U.33 

mo 1109 

RoHar^ ISNiter 

1 

32.7U 

32.7*1 

mo U39 

Priat Bead Stick Aasesd^ly 

1 

8a.5o 

8a.59 

mo U6U 

\iajBixvr 

1 

.31 

.31 

ESG 1236 

Filter, Inker 

, 1 

18.60 

18.65 

ma 1318 

Rotor AeserB)!^ 

1 

15.7? 

15.77 

£IAQ 1319 

Bra!;e Asses&ly 

1 

9.53 

9.63 

ms 1379 

eiatch • Bralfie Ass^abl^ 

a 

lh9*39 

1*49.69 

MO 15142 

fiotor 

1 

20.58 

20.58 

MD 1551-1 

St 2 foteii^, l^stie (10 Ft# ) 

1 

1.29 

1.29 

m 2025 

Belt, flwins 

1 

1.10 

1.10 

SAD I 32 I 4 

Seal, 

1 

17.63 

17.63 

MG 1981 

AmAtnre Shaft 

1 

5.70 

5.73 

S. 

mimEiikim tools 




A-2D557-1U 

CTardmr-Denwsr Co. 
flaad lire l^appiag fool 

1 

18.61 

18.61 


Gardner - W&imat Go. 
ifiuid Wire Wraipping fool 

1 

ie.6i 

ie,6i 

A-21^-L 

Gardner • Miiuor Go. 

Oftad Sire Ohwrai^ing fool 

1 

5.1i6 



$3,639.71 
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